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PAGE 01 STATE 259171 
ORIGIN OES-07 

INFO OCT-01 EA-12 ISO-OO EB-08 FEA-01 ERDA-07 NSC-05 
/041 R 

DRAFTED BY USDOE:IA:WCARTER:JK 
APPROVED BY OES/NET:MPROCHNIK 
USDOE:IA:MMCDONOUGH 
EB/ORF/FSE - R MARTIN 
EA/ANP - T WAJDA 

007136 300517Z/15 

R 291050Z OCT 77 
FM SECSTATE WASHDC 
TO AMEMBASSY CANBERRA 

UNCLAS STATE 259171 

PASS SCI COUNSELOR 

E.O. 11652: N/A 

TAGS: TECH 

SUBJECT: POSSIBLE VISIT OF AUSTRALIAN NATIONAL 
UNIVERSITY CHIEF ENGINEER 

REF: CANBERRA 6134 

1 . PRIMARY VISIT RECOMMENDATION: UNIVERSITY OF MINNESOTA 
ICES PROJECT. DOE IS WORKING ON FEASIBILITY STUDY TO 
INTEGRATE POWER GENERATION. WASTE DISPOSAL, HEATING, 

COOLING, ETC., FUNCTIONS INTO INTEGRATED COMMUNITY ENERGY 
SYSTEM (ICES). 

2. RECOMMEND SIMMONS CONTACT STEVE CAVROS, DIVISION OF 
BUILDING AND COMMUNITY SYSTEMS, DOE, DIRECTLY. HE CAN 
CONTACT THE VARIOUS UNIVERSITY OFFICIALS AND DOE 
UNCLASSIFIED 
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CONTRACTORS TO ARRANGE ANY DESIRED MEETINGS. 

3. YOUR CABLE RECEIVED MID-SEPTEMBER, APOLOGIES FOR DELAY. 

VANCE 
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